DESCENDANTS OF JOHAN JACOB STURM 


Don Norman 


1.JOHAN JACOB STURM 


Johan Jacob Sturm was born in Germany about 1700. He married Anna 
Benedicta Sauer in Neckerau, Baden Paltine, German April 24, 1725. The 
family arrived at the Port of Phildaelphia, PA aboard the ship 
"Mortonhouse" August 24, 1728. 


Known children of Johan Jacob and Benedicta (Sauer) Sturm. 


2. (1). Johan Jacob D2 Cs 1729 
m.Maria Margaretha Dellinger Feb 13 1749 


2.JOHAN JACOB STURM 1.JOHAN JACOB STURM 


Johan Jacob Sturm "The Younger" a son of Johan Jacob "the Elder" and 
Benedicta (Sauer) Sturm, was born about 1729. He married Maria 
Margaretha Dellinger in Frederick County MD February 13, 1749. 


Children of Johan Jacob and Maria Margaretha (Dellinger) Sturm. 
3. (1). John jorge iE Bete) 


4. (2). Peter b:. 1761 d.Feb 19 1843 
m.Barbara Frashour 1786 (1767-Jan 11 1859) 


5 (3). Jacob be 1762 d.Apr 6 1842 
m.Catherine Frashour 1784 


6. (4). Nicholas b.c. 1763 d.Mar 17 1841 
m.Elizabeth "Betsey" Gainer 


5.JACOB STURM 2.JOHAN JACOB STURM 1.JOHAN JACOB STURM 


Jacob Sturm, a son of Johan Jacob and Maria Margaretha (Dellinger) 
Sturm, was born in Sharpsburg, MD in 1762 and died April 6, 1742. He 
enlisted in Capt. Henry Hardman's Company July 19, 1776. He enlisted 
in Capt. Jonathan Morris' Company of the 7th MD Regiment. He was 
discharged December 7, 1779 and enlisted in a VA regiment. 

Jacob married Catherine Frashour in MD in 1784. Catherine, a 
daughter of Wendle Frashour, was born in 1759 and died February 9, 
1839. 


Children of Jacob and Catherine (Frashour) Sturm. 


vie (1). David b. 1786 d. 1839 
m.Rebecca Moore Mar 17 1814 (1796-Apr 1873) 


8. (2). Margaret b.Oct 15 1790 
m.Spencer Martin Mar 17 1808 (Mar 6 1772-Feb 13 1849) 


9. (3). John 

m.Tabitha Martin 1812 
IO: (4). Phoebe 

m.John Nay Jr. May 26 1813 
TL. (5). Daniel 

m.Elizabeth Martin Feb 5 1 
V2. (6). Isaac 

m.Margaret Martin Apr 17 1 
3s (7). Nancy 

m.Samuel Freeman 
14. (8). Jesse 

m.Matilda Davis Jul 21 183 
15%. (9). Elizabeth 

m.Armstead martin Jun 7 18 


6.NICHOLAS STURM 2.JOHAN JACOB 


Nicholas Sturm, a son of Johan 


(Dellinger) Sturm, 


was born at Sharpsburg, 


b.Jan 14 1792 d.Sep 29 1854 


(Jan 14 1794-1867) 


b.Oct 11 1796 d.Aug 25 1876 
(Sep 13 1789-Aug 28 1869) 


b.Aug 11 1798 d.Apr 17 1880 
821 (Oct 8 1798-May 7 1869) 


b.Oct 6 1802 d.Jul 25 1840 
824 (Apr 11 1800-Sep 1865) 

b. 1805 

b.Nov 6 1812 d.Dec 12 1885 


2 


b.May 24 1811 
32 


d.Oct 4 1887 


STURM 1.JOHAN JACOB STURM 


Jacob and Maria Margaretha 
MD about 1763 and died at 


Teters Creek, Randolph County VA (WV) March 17, 1841. He married 
Elizabeth "Betsey" Gainer. Elizabeth, a daughter of Brian and Mary 
Gainer, was born in VA about 1771. 
Children of Nicholas and Elizabeth "Betsey" (Gainer) Sturm. 
16. (1). Henry b.Jan 3 1795 d.Jan 15 1872 
m.Elizabeth Stalnaker May 25 1815 
m.Susannah Johnson Oct 24 1824 
17. (2). Bryan b.Oct 1797 d.Apr 17 1880 
m.Margaret England Jun 18 1818 
18. (3). Sarah Diss 1798 d.Sep 8 1882 
m.Amos Poling Oct 21 1819 
19. (4). Mary b.Feb 1 1801 oko 1889 
m.Roger Poling 
20:8 (5). Margaret bis 1803 d.Nov 15 1886 
m.David Poling Apr 29 1821 
21. (6). Nicholas b.c 1805 d.Oct 25 1881 
m.Anna McClaskey Feb 2 1826 
22%, (7). Jane b.Nov 1806 d.Nov 1870 
m.Barnett Polling Jan 28 1826 
23. (8). Elizabeth De 1811 
m.William Hill Mar 15 1833 


24. (9). Mahalia bie@s 1813 ACs 1872 
m.Jesse A. Ryan Sep 26 1836 


25. (10). Jacob b. 1816 
m.Lettice Ann Poling Oct 29 1836 


12.ISAAC STURM 5.JACOB STURM 2.JOHAN JACOB STURM 1.JOHAN 
JACOB STURM 


Isaac Sturm, a son of Jacob and Catherine (Frashour) Sturm, was 
born October 6, 1802 and died July 25, 1840. He married Margaret Martin 
April 17, 1824. Margaret was born April 11, 1800 and died in September 
1865. 


Known children of Isaac and Margaret (Martin) Sturm. 


26. (1). John b.Aug 28 1824 d.Jun 11 1904 
m. Edith Parrish 1844 


14.JESSE STURM 5.JACOB STURM 2.JOHAN JACOB STURM 1.JOHAN JACOB 
STURM 


Jesse Sturm, a son of Jacob and Catherine (Frashour) Sturm, was born 
in Harrison County VA November 6, 1812 and died December 12, 1885. He 
married Matilda "Mattie" Davis in Harrison County July 21, 1832. 
Matilda, a daughter of Caleb and Susannah (Bean) Davis, was born about 
1812 in Harrison County VA and died there November 14, 1886. 


Children of Jesse and Matilda (Davis) Sturm. 


27. (1). John F. loyKen 1834 
28. (2). Mary M. DCs 1839 
29. (3). Susan bees 1841 
30. (4). Jesse Tyler b.Feb 11 1844 
31. (5). Elizabetrh "Eliza" bis 1845 
32. (6). James M. bes 1848 
33. (7). Noah bees 1848 
34. (8). Frederick H. lopner 1850 
35. (9). William P. bie: L853 
16.HENRY STURM 6.NICHOLAS STURM 2.JOHAN JACOB STURM 1.JOHAN 


JACOB STURM 


Henry Sturm, a son of Nicholas and Elizabeth "Betsey" (Gainer) 
Sturm, was born at Fort Cumberland, Allegheny County MD January 3, 
1795 and died in Barbour County WV January 15, 1872. He married 
Elizabeth Stalnaker May 25, 1815. Apparently Elizabeth died and Henry 


married Susannah (Johnson) Alexander in Randolph County VA (WV) 
October 24, 1824. Susannah, a daughter of Francis and Elizabeth 
England) Johnson, was born in Randolph County about 1803 and died in 
Barbour County WV December 20, 1890. She was the widow of James 
Alexander, whom she married February 5, 1818. 

Henry served in the War of 1812. He served the Confederacy as a 
Captain in Co K, 31st VA Infantry in the Civil War. 


ma 


Children of Henry and Susannah (Johnson) [Alexander] Sturm. 


3:6.. (1). William b.Oct 27 1825 d.Apr 18 1877 
m.Keziah ------ 
Slee (2). Jackson bcc. 1829 d.Mar 14 1884 


m.Barbara -----~- 


38. (3). Elizabeth bikes 1831 

39. (4). Rachael DCs 1833 

40. (5). John N. b. 1833 d. 1915 
m.Margaret Magdalene Halsey 


41. (6). James Dac 1838 


42. (7). Lair Dayton b.Jun 5 1840 d.Mar 14 1936 
m.Amelia Ann Stevens Oct 11 1861 


43. (8). Thomas loner 1845 
m.Amanda Coonts Feb 1867 


25.JACOB STURM 6.NICHOLAS STURM 2.JOHAN JACOB STURM 1.JOHAN 
JACOB STURM 


Jacob Sturm, a son of Nicholas and Elizabeth "Betsey" (Gainer) 
Sturm, was born in 1816. He married Lettice Ann Poling. Lettice, a 
daughter of Martin D. and Mary Poling, was born in 1817. 


Known children of Jacob and Lettice Ann (Poling) Sturm. 


44, (1). Martin Van Buren Ds 1836 d.Mar 22 1879 
m.Magdalene Stalnaker January 28 1857 


45. (2). Melinda loyereys 1838 


46. (3). James W. lommors 1839 
m.Susan Christena Stemple Mar 24 1857 


Avie (4). Amos K. bie. 1841 
m.Susanne Woodford May 2 1867 


48. (5). Rose Ann loweKore 1843 
m.Marion Boyles Feb 23 1860 


49. (6). Amanda Jane biG: 1845 


50). (7). Mary C. Di..Cs 1847 
m.Jesse Stalnaker Jun 14 1869 


51. (8). Franklin Dis Cs 1853 

52. (9). David b.Nov 19 1855 d.Oct 20 1856 
26.JOHN STURM 12.ISAAC STURM 5.JACOB STURM 2.JOHAN JACOB 
STURM 1.JOHAN JACOB STURM 


John Sturm, a son of Isaac and Margaret (Martin) Sturm, was born 
August 28, 1824 in Harrison County, VA (WV) and died June 11, 1904 in 
Marion County WV. He married Edith Parrish in Marion County March 6, 
1845. Edith, a daughter of Richard Jr. and Nancy (Tetrick) Parrish, was born 
April 28, 1825 in Marion County, VA (WV), and died there in May 1858. 


Children of John and Edith (Parrish) Sturm. 


roe (1). Isaac b.Apr O01 1846 d.Feb 4 1916 
m.Mariah D. Morgan Jul 8 1852 
m.Frances R. Sharp Sep 21 1882 


54. (2). Nancy b. May 31 1847 d.May 09 1917 

55. (3). Maria b. Mar 17 1849 

9.6.6 (4). George b.Aprid 1852 d.Jan 21 1854 

eae (5). Harry E. loon 1853 d.Jan 21 1854 

58. (6). James b.Jul 19 1856 

59. (7). John N. lopmor 1858 d.Apr 14 1859 
40.JOHN N. STURM 16.HENRY STURM 6.NICHOLAS STURM 2.JOHAN 
JACOB STURM 1.JOHAN JACOB STURM 


John N. Sturm, a son of Henry and Susannah (Johnson) [Alexander] 
Sturm, was born in 1833 and died in 1915. He married Margaret 
Magdalene Halsey. Margaret was born in VA in 1838 and died in 1884. 


Children of John N. and Margaret Magdalene (Halsey) Sturm. 


60. (1). Joseph P. bes 1859 
Gils (2). John Henry b. 1858 d. 1940 
m.Ida Bell Gainer 
62. (3). Mary C. bes 1863 
m. Seldon L. “Sell” Gunn Mar 24 1897 Calhoun County WV 
63. (4). James B. bie. 1865 
64. (5). Robert Lee bie. 1867 


m. Emmaline Greathouse 


65. (6). Sarah E. 


ea 
on 


1870 


44.MARTIN VAN BUREN STURM 25.JACOB STURM 6.NICHOLAS STURM 
2.JOHAN JACOB STURM 1.JOHAN JACOB STURM 


Children of Martin Van Buren and Magdalene (Stalnaker) Sturm. 


66. (1). Nancy C. b.c. 1864 
m.William M. Stout 


67. (2). Jacob K. ion 1863 d. 1950 
m.Rebecca Yeager 


68. (3). Willis J. bes 1870 

69. (4). Samuel biG: 1873 

10% (5). Mary R.J. lomo 1876 

4] Tes (6). Amos M. bees 1878 
46.JAMES W. STURM 25.JACOB STURM 6.NICHOLAS STURM 2.JOHAN 
JACOB STURM 1.JOHAN JACOB STURM 


James W. Sturm, a son of Jacob and Lettice Ann (Poling) Sturm, 
was born in Randolph County VA in 1838. He married Susan Christena 
"Teeny" Stemple in Barbour County VA March 24 1857. Christena, a 
daughter of Isaac and Catherine Stemple, was born in VA about 1838 and 
died between 1870 and 1880. 

James served the Confederacy in the Civil War. He enlisted in Co K 
31st VA Infantry October 27, 1861. He deserted the Confederate servic 
at Mountain View, VA April 19, 1862. He made his way to Calhoun County 
VA and joined Christena and his children. 

James became involved in Confederate guerrilla activities in Calhoun 
County and was arrested March 17, 1864 and charged with murdering a 
Federal soldier. He was taken to Antheneum Military Prison in Wheeling, 
WV April 27, 1864 and transferred to Camp Chase at Columbus, OH May 27, 
1864. He was transferred to City Point, VA March 2, 1865 to be exchanged 
for Federal prisoners. Soon after arriving back in Calhoun County, he 
was arrested again and sent to Camp Chase, where he was confined until 
June 6, 1865, when he was released by a Presidential order. 


Known children of James W. and Susan C. Sturm. 


72. (1). Isaac b.Mar 17 1859 d.Sep 13 1935 
m.Amanda Johnson Oct 26 1877 


Lis (2). Nancy J. bc. 1868 
m.T.B. Annan Jul 25 1885 


74. (3). Marion bee. 1869 


47.AMOS K. STURM 25.JACOB STURM 6.NICHOLAS STURM 2.JOHAN 
JACOB STURM 1.JOHAN JACOB STURM 


Amos K. Sturm, a son of Jacob and Lettice Ann (Poling) Sturm, was 
born in VA about 1841. He married Susanne ------ Susanne was 
born in VA about 1849. 
Known children of Amos K. and Susanne Sturm. 
TO. (1). Barbara E. loon 1868 
Gis (2). Sarah E. b. 1870 
61.JOHN HENRY STURM 40.JOHN N. STURM 16.HENRY STURM 
6.NICHOLAS STURM 2.JOHAN JACOB STURM 1.JOHAN JACOB STURM 
John Henry Sturm, a son of John N. and Margaret Magdalene (Halsey) 
Sturm, was born in 1858 and died in 1940. He married Ida Bell Gainer October 
26, 1886 in Calhoun County WV. Ida, a daughter of Levi and Elceanne Gainer, 
was born in Barbour County VA (WV) in 1862. 
Children of John Henry and Ida Bell (Gainer) Sturm. 
Ts (1). Mallie b.Aug 7 1886 
m.Florence Elliot Feb 19 1909 
78. (2). Ella $s \on 1889 d. 1980 
Nisa HSss= Mahaney 
719. (3). Nellie Lee b. 1892 d. 1978 
Nn, == =SSs> Garrett 
80. (4). Fred lone 1895 d. 1970 
81. (5) Lester Bs 1901 ols 1976 
64.ROBERT LEE STURM 40.JOHN N. STURM 16.HENRY STURM 6.NICHOLAS 
STURM 2.JOHAN JACOB STURM 1.JOHAN JACOB STURM 
Robert Lee Sturm, a son of John N. and Margaret Magdalene (Halsey) 
Sturm, was born about 1867. He married Emmaline Greathous They reportedly 


had sss9 children. 


Known child of Robert Lee and Emmaline (Greathouse) Sturm. 
82. (1). Fred oO. b. Feb 9 1912 d. Jul 14 2008 
m. Geraldine Gibson 
67.JACOB K. STURM 44,MARTIN VAN BUREN STURM 25.JACOB STURM 
6.NICHOLAS STURM 2.JOHAN JACOB STURM 1.JOHAN JACOB STURM 
Jacob K. Sturm, a son of Martin Van Buren and Magdalene 
(Stalnaker) Sturm, was born in 1863 and died in 1950. He married 


Rebecca Yeager. 


Yeager, was bo 


Children of Jacob K. 


Rebecca, a daughter of Lyman and Lois 
rn in 1866 and died in 1943. 


(Douglas) 


and Rebecca (Yeager) Sturm 


83. (1). Lyman Des 1884 d. 1960 
m.Nora Beall 


84. (2). Birdie ion 1885 d. 1940 
m.Ira "Doc" Hathaway 


85. (3). Hester lowe 1887 d. 1967 
m.Lloyd Stemple 


86. (4). Letha b. 1889 d. 1970 
m.Elmer Yeager 
m.Jeff Elliot 


87. (5). Clay b. 1893 d. 1971 
m.Ruhama Barnes Tuttle 


88. (6). Lennie b. 1898 d. 1967 
m.Bessie Duskey 


89. (7). Jocie b. 1901 d. 1982 
m.Everett Hartshorn 


90. (8). Opal by 1909 d. 1987 
m.Oma Summers 


72.ISAAC STURM 46.JAMES W. STURM 25.JACOB STURM 6.NICHOLAS 
STURM 2.JOHAN JACOB STURM 1.JOHAN JACOB STURM 


Isaac Sturm, a son of James W. and Susan C. Sturm, was born in 
Barbour County VA March 17, 1859 and died September 13, 1935. He 
married Amanda Johnson in Barbour County October 26, 1877. Amanda was 
born in Va about 1849. 


Children of Isaac and Amanda (Johnson) Sturm. 


91. (1). Albert b.Aug 3 1879 d.Feb 22 1955 

92. (2). Tracy b.Jun 14 1881 d.Feb 21 1961 

93. (3). Cora Jane b.Jun 13 1884 d.Apr 22 1954 

94. (4). Stafford b.Apr 16 1889 d.Jun 17 1957 

95% (5). Addie Belle b.Sep 22 1894 d.Dec 24 1978 
77.MALLIE STURM 61.JOHN HENRY STURM 2.JOHN N. STURM 
25.JACOB STURM 6.NICHOLAS STURM 2.JOHAN JACOB STURM 1.JOHAN 
JACOB STURM 


Mallie Sturm, a son of John Henry and Ida Bell (Gainer) Sturm, was 
born in Calhoun County WV August 7, 1886 and died there in 1961. He 
married Florence Elliot February 19, 1909. Florence, a daughter of 
John A. and Arminda (Hathaway) Elliot, was born in Calhoun County 
January 26, 1884 and died there in 1970. 


Children of Mallie and Florence (Elliot) Sturm. 


96. (1). Otho Edwin b.Mar 7 1910 d. 1981 
m.Leah Brannon 


oS (2). Holden Pascal b.Jul 30 1911 d. 1964 
m.Leah Lynch 


98. (3). Eleanor Ruby b.Aug 10 1914 d. Jan 13 2007 
m.Dinsmore Boyles 


99. (4). Mildred Azeline b.Jul 28 1916 
m.Emanuel Hersman 


100. (5). Bernard “Tom” b.Jul 25 1920 d. Dec 1 2010 
m.Janet Stump 


101. (6). Bernice b.Jul 25 1920 
m.Bernard Lloyd Hawkey 


HO 2s (7). Margaret Lelah b.Feb 8 1923 
m.Bob Morgan 


82.FRED O. STURM 64.ROBERT LEE STURM 40.JOHN N. STURM 16.HENRY STURM 
6.NICHOLAS STURM 2.JOHAN JACOB STURM 1.JOHAN JACOB STURM 


Tr. 


Fred O. Sturm, a son of Robert Lee and Emmaline (Greathouse) Sturm, was 
born February 9, 1912 and died in Wood County WV July 14, 2008. He married 
Geraldine Gibson, who preceded him in death. 

Fred was a U.S. Army veteran of World War II. 


Children of Fred O. and Geraldine (Gibson) Sturm. 


103% (1). Geneva 
m. Frank Hall 


105. (3). Eula 
m. Holly Murphy 


87.CLAY STURMS 67.JACOB K. STURM 44.MARTIN VAN BUREN STURM 25 .JACOB 
STURM 6.NICHOLAS STURM 2.JOHAN JACOB STURM 1.JOHAN JACOB STURM 


Clay Sturms, a son of Jacob K. and Rebecca (Yeager) Sturm, was born in 
Calhoun County WV in 1893 and died in 1971. He married Ruhama S. (Barnes) 
Tuttle in Calhoun County December 9, 1917. Ruhama, daughter of David and 
Elizabeth E. Barnes, was born in WV in December 1879. She was the widow of 
John J. Tuttle, whom she had married in Calhoun County December 11, 1904. 


Known child of Clay and Ruhama S. (Barnes) [Tuttle] Sturms. 


106. (1). Clay Jr. “Blackie” b.c. 1919 d. Nov 1 2008 
m. Waneta Vannoy 1939 


G 


88.LENNIE STURM 
25.JACOB STURM 
STURM 


67.JACOB K. STURM 
6.NICHOLAS STURM 


Lennie Sturm, a son of Jacob K. and Rebecca (Yeager) 


44.MARTIN VAN BUREN STURM 
2.JOHAN JACOB STURM 


1.JOHAN JACOB 


Sturm, was born in 


1898 and died in 1967. He married Bessi 
William and Francy Ellen (Lukens) Duskey, 


Otie Duskey. B 
was born Octobe 


Children of Lennie and Bessie Otie (Duskey) Sturm. 


LOW. Marie 


(1). 


108. Robert 


109. Richard 


110. (4). John 


iru 
G 
bh 


96.OTHO 
40 .JOHN 
JACOB STU 


EDWIN STURM 60.MALLI 
N. STURM 16.HENRY 


RM 1.JOHAN JACOB ST 


STURM 
STURM 
URM 


Otho Edwin Sturm, a son of Mallie and Florence (Ellio 
born in Calhoun County WV Mar 7, 1910 and died in 1981. 
Hettie Leah Brannon in Calhoun County June 8, 1932. Leah, 
of John Howard and Aminda B. (Anderson) Brannon, was born 


Children of Otho 


Edwin and Hettie Leah (Brannon) Stu 


Ts Arminda Joan 


.-Eugene Gherke 


TA2. Richard Brannon 1 1934 


-Carolyn Sue Meadows 


b.Aug 
Sep 2 1955 
113. Carolyn Jean b.Sep 6 1941 
-Harold Milton Hatfield Mar 28 1959 
114. b.Jul 28 1951 
Feb 6 1961 


Deborah Lynn 
-Glenn Moore 


97.HOLDEN PASCAL ST 
N. STURM 16.HEN 
1.JOHAN JACOB STURM 


URM 
RY STURM 


60.MALLIE STURM 
6.NICHOLAS STURM 


61.JOHN H 
2.J0 


Holden Pascal Sturm, a son of Mallie and Florence (El 


in Calhoun County WV July 30, 1911 and died in 1964. 


( 


Lynch. Leah, a daughter of Homer and Maude (McCulty) Ly 
Calhoun County February 4, 1920. 
Children of Holden Pascal and Leah Carolyn (Lynch) Sturm. 


ssie, 
r.20, 


a daughter of 
1908. 


61.JOHN HENRY STURM 
6.NICHOLAS STURM 


2.JOHAN 


t) Sturm, 

He married 
a daughter 
in 1910. 


was 


ENRY STURM 40 .JOHN 
HAN JACOB STURM 


liot) Sturm, was born 


He married Leah Carolyn 


nch, was born in 


L15:. (1). Gregory Lynn b.Aug 2 1948 
m.Deborah Ruthrauff 
100.BERNARD STURM 60.MALLIE STURM 


STURM 16.HENRY STURM 
JACOB STURM 


6.NICHOLAS STURM 


Bernard "Tom" Sturm, a son of Mallie and Florence 
in Calhoun County WV July 25, 
December 1, 2010. 
County and was living December 2, 


2010. Janet, a 


61.JOHN HENRY STURM 
2.JOHAN JACOB STURM 


( 


Elliot) 
1920 1935 and died in Powell’s Point, NC 
He married Janet Louise Stump August 10, 
daughter of Victor and Ina 


40.JOHN N. 
1. JOHAN 


Sturm, was born 


1957 in Calhoun 


(Fowler) Stump, was born in Calhoun County November 9, 
Bernard was a US Army veteran of World War II with in the 94th Signal 
Battalion in the Battle of the Bulge. 
Children of Bernard and Janet Louise (Stump) Sturm. 
116. (1). Scarlett Ann b.Jan 8 1965 
m.Richard Mark Mowery 
117. (2). Jacqueline Denise b.May 6 1967 
m.Ronald Dale Butler 
101.BERNICE STURM 60.MALLIE STURM 61.JOHN HENRY STURM 
40.JOHN N. STURM 16.HENRY STURM 6.NICHOLAS STURM 2.JOHAN 
JACOB STURM 1.JOHAN JACOB STURM 
Bernice Sturm, a daughter of Mallie and Florence (Elliot) Sturm, 
was born in Calhoun County WV July 25, 1920. She married Bernard 
Lloyd Hawkey. Bernard, a son of Lawrence and Icy (Hughes) Hawkey, was 


born in Wetzel County WV April 16, 


Children of Bernard Lloyd and Bernice (Sturm) hawkey. 


118. (1). Nancy Lee b.Feb 16 1947 
19: (2). Donna Kay b.Sep 17 1955 
m.James Richard Lancaster 


106.CLAY STURMS UR. 87.CLAY STURMS 
BUREN STURM 25.JACOB STURM 
1.JOHAN JACOB STURM 


67.JACOB K. 
6.NICHOLAS STURM 


Clay “Blackie” Sturms Jr., 


1918 and died in 1970. 


STURM 
2.JOHAN JACOB STURM 


a son of Clay and Ruhama S. 


44,.MARTIN VAN 


(Barnes) [Tuttle] 


Sturms, was born in Calhoun County Wv about 1919 and died in Wood County WV 
November 1, 2008. He married Waneta Vannoy about 1939. 

Children of Clay Jr. and Wantreta (Vannoy) Sturms. 

120. (1). Charles 

121. (2). James 


m. Jeannie ---- 


T22 (3). Deloris 
m. Raymond Metz 


123. (4). Janet 
m. Roger Cunningham 


111.ARMINDA JOAN STURM 96.OTHO EDWIN STURM 60.MALLIE STURM 
61.JOHN HENRY STURM 40.JOHN N. STURM 16.HENRY STURM 
6.NICHOLAS STURM 2.JOHAN JACOB STURM 1.JOHAN JACOB STURM 


Arminda Joan Sturm, a daughter of Otho Edwin and Hettie Leah 
(Brannon) Sturm, was born about 1932. She married Eugene Gherk 


Children of Eugene and Arminda Joan (Sturm) Gherke. 


12:4). (1). Stephen Gene b.Feb 14 1959 

112.RICHARD BRANNON STURM 96.OTHO EDWIN STURM 60.MALLIE 
STURM 61.JOHN HENRY STURM 2.JOHN N. STURM 1.JACOB 
STURM 


Richard Brannon Sturm, a son of Otho Edwin and Hettie Leah (Brannon) 
Sturm, was born in Calhoun County WV August 1, 1934. He married 
Carolyn Sue Meadows September 2, 1955. 


Children of Richard Brannon and Carolyn Sue (Meadows) Sturm. 


125% (1). Lisa Kay b.Nov 4 1956 
m.Denny Gay 


126% (2). Pamela Sue b.Feb 23 1958 
m.Denver Ware Nov 18 1987 


DOTA (3). Richard Craig b.Nov 18 1959 
m.Sue Ellen Jones Sep 28 1988 


113.CAROLYN JEAN STURM 96.OTHO EDWIN STURM 60.MALLIE STURM 
61.JOHN HENRY STURM 40.JOHN N. STURM 16.HENRY STURM 
6.NICHOLAS STURM 2.JOHAN JACOB STURM 1.JOHAN JACOB STURM 


Carolyn Jean Sturm, a daughter of Otho Edwin and Hettie Leah 
(Brannon) Sturm, was born in Calhoun County WV September 6, 1941. She married 
Harold Milton Hatfield March 28, 1959. 


Children of Harold Milton and Carolyn Jean (Sturm) Hatfield. 


128. (1). Jeffrey Milton b.Apr 25 1960 

129. (2). Carrie Jon b.Mar 19 1968 

114.DEBORAH LYNN STURM 96.O0THO EDWIN STURM 60.MALLIE STURM 
61.JOHN HENRY STURM 40.JOHN N. STURM 16.HENRY STURM 

6.NICHOLAS STURM 2.JOHAN JACOB STURM 1.JOHAN JACOB STURM 


Deborah Lynn Sturm, a daughter of Otho Edwin and Hettie Leah 
(Brannon) Sturm, was born in Calhoun county WV July 28, 1951. She 
married Glenn Moore February 6, 1961. 


Children of Glen and Deborah Lynn (Sturm) Moore. 

130. (1). Clinton b.Dec 29 1973 

31 (2). Mindi Marie b.Nov 21 1980 

115.GREGORY LYNN STURM 97.HOLDEN PASCAL STURM 60.MALLIE STURM 
61.JOHN HENRY STURM 2.JOHN N. STURM 1.JACOB STURM 


Gregory Lynn Sturm, a son of Holden Pascal and Leah Carolyn 
(Lynch) Sturm, was born August 2, 1948. He married Deborah Ruthrauff. 
Deborah was born in Terre Haute, Indiana April 4, 1955. 


Children of Gregory Lynn and Deborah (Ruthrauff) Sturm. 


LBD. (1). Mollie Susan b.May 11 1988 
133. (2). Timothy Lynn b.May 11 1988 
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